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Verbal Negative on P 22-58 suimitted to or[ | 


C1/HTA/R2/58 (Possible Missfle Test Range, Astrakhan Area). 


1. er! was informed on 13 March 1958 that no indication 
of a miss range in the Astrakhan grea could be found on 


aerial photography. 
2. It 4s requested that this project be cancelled. 


thief, Military-Scientific Branch 
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